CHAPTER VIII.
THE CONSTRUCTION OF THE TWO CHASSIS,
IT is understood that the sketch which it is proposed to enlarge is a model | the size of the finished work, in which everything has been established, so that it shall not be necessary, as 1 have said before, to make any other changes in the enlargement than those called for, by the drawing, character, etc,, for, as it will be seen from the diagrams of the large armature, which follow, everything in it must be firmly fixed, and this must be so to guard against accidents during the work. This thoroughly grasped, and having a good sketch, proceed in the following way,
Take the greatest length of the sketch, from the head to the buttock, also the greatest width, which is generally at the thighs a little below the anterior iliac crests,
Allow for the small chassis, about if inches beyond these measurements, that is to say that if the sketch measures 20^ inches in length and 5^ inches in width, the length of the chassis will be 22 inches, and its width 7 inches,